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The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

April 19, 1893 
8 PM. 

Col. O.C. Bosbyshell 
Dear Sir. 

All the lower sections of show cases with joints of floor in same is in position. 

The foundation for bed plate of coining press is bedded in cement, the bed plate 
permanent position and one side of press erected. 

Very Respectfully, 

N.S. Beekley 



